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are rnade from simple glass tubes fused together in
the form shown in. the cut. g is a small capillary
tube. The manometer tubes are U-sliaped, and are
somewhat widened at k and i, these two widened
portions having marks scratched on the glass at

Fra. 86, I-IV.
exactly the same height. The manometer tube IB
joined to the measuring tube by means of a piece of
rubber tubing- connecting the end of the capillary I
with the tube a of the stopcock. The reaaon for
making the manometer tube so long lies in the fact
that otherwise, if the apparatus is carelessly handled,